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CROWN DIE & TOOL CO, #41 Keeler Ave CHICAGO, ILL. | 
OO 


_ Crown Patented Solid Dies 


Made to fit standard solid stocks and 


———y Tetearest t No, 2Hasmo, 

are furnished for both right and left =| L : noe io 
hand Briggs Standard Threads. —_—_ “ 1 
No. Size Each stock only, $400, 
1  ¥tol inch ‘$3.00 Ns 1 be 
i 4.00 stock with 2dies* 

hag . e - ae 5.00 No. 2 Crown Box Stock $9.00. 

2 : . 
- *Any combination of 2 sizes, % to % inch. 
Crown Adjustable Dies 
» 7 (ovasamay.\ exe No. 4-H 
: For Armstrong pattern stocks. a A AC say eS vbinathe 
Furnished to cut right or left hand : ae oS Wi 4 dies ‘on 
I . to | inch. 

Briggs Standard Threads. = oa = . 
: Si ane 235 Ss: movable parts. 
¥ to | inch $4.50 RC | aE No. 4 — Bot 
2% ¥ to 14 inches 5.30 SBS >| stock only, $7.00 
3 34 to 2 inches 7.00 taf Ce) en ba No. 4 — Ba 
| cHIcAgo. | WL USA stock with 4d, 

No. 4 Crown Box Stock $17.50. 


Crown 3-Way Box Stocks 


Hub arrangement keeps stocks 
in balance. 


No. 114—Stock only, $8.00. 


—Stock 
No. 1 —Stock only, $7.50. MiG 
No. 1314—Stock complete with ings, $6.00. 

3 dies, $18.00. No, IS : 
No. | —Stock complete with with v4 
3 dies, $16.00. | inch, 3 3 
. No. 14%4—Complete, has any Hy ies, 1 
area of 3 sizes, % to 114 bat 00 

inches. 


oa 1—Complete, has any combination of 3 sizes, 1% to 
inch. 


Crown Pipe Cutters 


No. 1—One wheel cutter (Saunders Pattern), 
¥ to I inch, $4.00. 


No. 2—One wheel cutter (Saunders Pattern), 
¥4 to 2 inches, $6.00. 


No. 2X—One wheel cutter with extra handle, 
$7.00. 


No. 3—One wheel cutter (Saunders Pattern), 
2% to 4 inches, $19.00. 


No. 1—Three wheel cutter (Barnes Pattern), 
¥, to | inch using Saunders wheels, $5.00 


No. 2—Three wheel cutter (Barnes Pattern), 
¥ to 2 inches using Saunders wheels, $7.00. 

No. 3—Three wheel cutter 214 to 4 inches, 
$20.00. 


‘ Crown Hickeys 


List price, $2.00. 


Designed to bend both % and % inch conduit. 


Crown Nos. 2 and 4 Box Stocks 


Crown Improved Solid Stocks 


| inch, ; 


$8.00. 
$27.00. 
$36.00. 


No. 2—Stock only with 3 bushings, 
No. 2—Stock with 4 dies, | to 2 inches, 
No. 2-—Stock with 6 dies, }4 to 2 inches, 


With Adjustable Bushing 


2-Stock with 6 dies, 4 to 2 inches. $37.00. 


No. 


CROWN DIE & TOOL Co. 


Crown Ratchet Pipe Reamer 


Reams pipe 3% inches 
to 2% inches. The 


d 4 Dufs 


supports the blades the 
entire length. Blades 
are made of finest steel, 
will hold edge, and can 
be ground without re- 
moval. Pawl has extra 


wide bearing surface on ratchet teeth. 
List Price 


*eeaenvptesev#enovoe@esvevreseevoeseeesw evn eseestseeeraeeev es 


— 


Crown Reversible ‘Ratchet Stocks 


Parts are fully 
enclosed. May. be 
made into a solid 

stock by pushing 
in a small pin, mak- 
ing it unnecessary 
to reverse the pawl. 


eer = am we oe 


Complete stock 
only (3 bushings, 2 
handles), $15.00. 


Complete stock 
| | with 4 dies, I to 2 
inches, $32.00. 


( Complete stock with 6 dies, 34 to 2 inches, $41.00, 


‘Designed for ditch 
work or unhandy cor. 
ners. Pawl is con- 
tained in the handle 
casting. This feature 
is patented and owned 
by the Crown Die & 


No. 01 Tool Co, 

Complete stock only (3 bushings, 2 handles).............. $8.50 

Complete stock with 4 dies, 84 to linch.................. $19.50 
Complete stock with’6 dies, % tol inch..-...........008. $25.00 
6 
h ; j | 
| Crown Union Valve Nipple Wrench 
é ; 
b seas ~ Made of semi- 
en steel and has 
j capacity of 34 to 
2 inches. 
* List price... .... ewshoestieatingl axed bo alerbecacae St cendeee $1.50 


p 


/ 
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Crown Self-Locking Bench Vises 


These vises are extra heavy and strong. 

No. 2—Vise (Capacity 1% to I inch), $6.00. 

No. 4—Vise (Capacity. 3{ to 4 inches), 
- $12.00. 


Crown 
Improved Portable 
Bench 


Made of malleable iron. Pipe 
bender is an integral part of body 
casting. Legs are drilled that 
they may be lagged to floor. 
Can be drilled to hold any 
standard vise. 

Stand complete with legs and 
vise, $32.00. Less vise, $24.00. 
Less legs and vise, $20.00. 


Crown Patented Post Vises 


These Crown Patented Post 
Pipe Vises with chain and wedge 
attachment can be readily fastened 
to any post of any shape without 
aid of lag screws. 

No. 0—Post Vise (Ca 
to | inch), complete, $7.0 

No. 2—Post Vise (Capacity 1% 

to 2 inches), complete, $9.00. 


pacty x 


Crown pone Cutter Wheels 


No. |—Crown, each......... $0.60 

No. 2—Crown, each....... ae. 60 

No. 3—Crown, each......... 1.10 

o. |—Barnes, each......... 50 

No. 2—Barnes, each........ , 60 

No. 3—Barnes, each......... 80 

tes ; No. 4—Barnes, each......... 1.00 
eit = Nos. 5 and 6—Barnes, each... 1-10 

No. I—Saunders, each. ............cccceeccecccaceecees 50 
No. 2—Saunders, each..........c.cccecccccccccecccccces .60 
Nos. 3 and 4—Saunders, each.............ccccececccccees 1.10 
Made to fit Nos. | and 2—Trimo Cutters, each............ .60 
Made to fit No. 3—Trimo Cutters, each...........2.0c0: 90 


Either patented knurled edge or thin blade type can fur. 
nished. 


Crown Pipe Bender 


Designed to 
bend pipe at any 
angle. Will not 
“egg or flatten 
pipe. Capacity, 
¥% to 2 inches. 


List price, $9.00 


